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A. QF 62-07 ARR 
OPERATION GOOD. 

8. SUPPORT ACFT ARR 


18/22502. MSN SUCCESSFUL. ACFT 


19/01^52* ACFT CMDR CONCERfCD 


ABOUT WHEN HIS ACFT WILL ^ RELEASED. PLEASE ADVISE 



25 YEAR RE-REVIEW 




TOP 



DV ir^TfUISril£ T?..l 4kl XtJr i«*r*e 




Sanitized Copy Approved for Release 2009/11/16 : CIA-RDP89B00569R0001 001 90047-3 











